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25X1A9a 



25X1 A6a 


RE LD 617, UNABLE TO SUPPLY EXAMPLES REQUESTED WITHOUT SEARCHING 
THROUGH DISCARDS BECAUSE INFORMATION IN WA 317 VAS BASED ON 25X1 A6a 

OBSERVATIONS MADE BY EDITORS RETURNING PROM RATHER THAR OR 

CONCLUSIONS ON DSSftl/K&OBT EDITORS. IF YOU FEEL THAT THE 
OBSERVATIONS OF ^^^^ECETURHXBS ARE INVALID, NO FURTHER ACTION 
IS REQUIRED. 
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